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OLD  SAN  MIGUEL  CHURCH. 
Santa  Fe,  New  Mexico. 
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Oldest  Church  in  America.    Built  original 
about  1540.     Destroyed  by  Indians  in  169 
Reconstructed  as  here  shown  in  1710.  Ex- 
ec ;    terior  remodeled  in  1884. 
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